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Message Text 

UNCLASSIFIED 

PAGE 01 MEXICO 02714 151534Z 
ACTION DOE- 11 

INFO OCT-01 ARA-14 ISO-OO SOE-02 OES-07 SS-15 ACDA-12 
PM-05 NRC-07 CIAE-00 INR-10 10-14 L-03 NSAE-00 
NSC-05 EB-08 DODE-OO SP-02 CEQ-01 /117W 

024625 160431Z/14 

R 151453Z FEB 78 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 8289 

UNCLAS MEXICO 02714 

E.O. 11652: N/A 
TAGS: TECH, ENRG, MX 

SUBJECT: CENTRALIZED SPENT FUEL STORAGE SYSTEM STUDY 

REF: STATE 20099 

1 . EMBASSY REGRETS IT UNABLE TO SUPPLY INFO REQUESTED IN 
REFTEL BY DEADLINE CITED. 

2. FYI - S&T COUNSELOR, IN HIS DUAL CAPACITY AS DOE SCI- 
REP, WROTE TO INEN DIRGEN ON JAN 27 REQUESTING THIS DATA 
AND GAVE LETTER PERSONALLY TO DEPUTY DIRGEN COSTA ON JAN 
30. COSTA'S REPLY DATED FEB 10 (JUST RECEIVED) STATES 

THAT IT IS STANDARD INEN POLICY NOT TO PROVIDE INFO 
REQUESTED DIRECTLY BY FOREIGN DIPLOMATIC MISSIONS. SUCH 
INFO SHOULD, HE SAYS, BE REQUESTED THRU THE FOREIGN 
RELATIONS SECRETARIAT. HE SUGGEST WE DIRECT OUR REQUEST 
TO THE FONSEC. 

3. GIVEN PASSAGE OF DEADLINE, WE DO NOT PROPOSE TO DO THIS 
UNLESS DOE SPECIFICALLY REQUESTS. 

4. IT IS POSSIBLE (THOUGH BY NO MEANS CERTAIN) THAT A 
SUBSTANTIVE RESPONSE MIGHT BE OBTAINED FROM A DIRECT 
INQUIRY BY BOEING OR ONE OF ITS SUBCONTRACTORS TO INEN. 
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